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FEDERAL BUREAU OF INVESTIGATION 


January 2, 1964 


Lieutenant Colonel E. E. BOYD, Region 2, 

Army Intelligence Corps, Dallas, Texas, made available 
a Kodachrcmc transparency of a scene depicting the 
Texas School Boole Depository Building, which Lieutenant 
Colonel BOYD stated had been taken by/ Mr . JA1 3S V»/ 
POWELL of Region 2, INTC. 


Lieutenant Golonel BOYD advised that POWELL 
had stated ho took this photograph approximately 
30 seconds after the last shot was fired on November 
22, 1963, during the assassination of President 
.KENNEDY* According to Lieutenant Colonel EOYD, POWELL 
indicated he took the picture of the building because 
several people ware pointing to it. 
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